Town of Arlington 
Mill Brook Study Group 
Of the Master Plan Implementation Committee 

Meeting Notice 

Thursday, July 13, 2017 
8:15AM -9:15AM 

First Floor Conference Room, Town Hall Annex 


Item 

Time 

Mill Brook Walk Follow-Up 

8:15am-8:30 
(1 5 min) 

Coordination w/OSC’s Take-a- 
Walk Mapping Process 

8:30-8:45 
(1 5 min) 

Coordination w/Reservoir Master 
Plan 

8:45-9:00 
(1 5 min) 

Other Items/Next Steps 

9:00-9:15 
(1 5 min) 

Adjournment 

9:15am 





